ANNUAL TOWN ELECTION 

ARLINGTON, MA 
Summary of Recount Results 
July 9, 2020 


Select Board 

Total 

LENARD T DIGGINS 

6265 

DIANE M MAHON* 

6680 

MICHAIAH HEALY 

6190 


Town Meeting, Precinct 6 

Total 

GEORGE J McNINCH* 

250 

L SOSNOSKI TRACEY* 

306 

JILL A SNYDER* 

258 

LAURA ANN KIESEL 

13 

MARA KLEIN COLLINS 

19 


Town Meeting, Precinct 17 

Total 

John V Finichetti* 

172 

Angela M Olszewski* 

256 

John R Leonard* 

193 

Xavid Pretzer 

167 

Amy Lynne Slutzky* 

228 










